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Uttarakhand State Control Room COVID -19 


Integrated Disease Surveillance Programme 
Directorate of Medical Health and Family Welfare, Uttarakhand, Dehradun 


Health Bulletin — Update 
Status as on Date: 23-05-2020 


e Total Number of COVID-19 Positive Cases: 244 





e Total COVID-19 additional Positive cases detected after release of Health 
Bulletin (23.05.2020, 3:00PM): 72 


District wise Distribution of COVID-19 Positive Cases 


| District Total Number of Positive cases Travel History 
Dehradun 02- New Delhi, 01- Rajasthan, 
02- Mumbai, 01- Gurugram 


From Maharashtra (by train up 
to Haridwara and by bus to 
Haldwani) 


USNagar | 802 Gujarat, 01- Mumbai 


Rudraprayag 


Pauri Garhwal 


03- New Delhi 





NOTE: In earlier Health Bulletin (23.05.2020, 03:00PM) one Positive case shown under district Dehradun 
was found as a repeat sample of the positive case detected on dated 21.05.2020. This misinterpretation 
was due to different lab ID provided to the same patient. 


